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SUMMARY  OF  NOTICES  TO  MARINERS  FOR  H.  0.  PUBLICATION 

NO.  73  OF  1909. 


(Published  1917,  by  the  Hydrographic  Office,  under  the  authority  of  the  Secre- 
tary of  the  Navy.) 


The  following  paragraphs  constitute  a summary  of  all  information  published 
in  “ Notice  to  Mariners,”  during  the  year  1916,  affecting  H.  O.  Publication  No. 
73,  Newfoundland  and  the  Labrador  coast,  1909. 

The  pages  should  be  cut  into  slips  and  the  paragraphs  inserted  in  the  book 
at  the  page  affected. 

All  bearings  are  given  True  from  0°  to  360°  (clockwise)  ; in  case  of  lights 
from  Seaward. 


IMPORTANT. 


Masters  of  American  merchant  vessels  will  be  spared  much 
inconvenience  and  delay  if  they  will  display  their  colors 
promptly  when  a man-of-war  is  sighted. 


Caution  with  regard  to  extinction  of  lights  and  discontinuance  of  aids 
to  navigation. — The  Canadian  Government  has  given  notice  that  it  may  be 
necessary  to  extinguish  certain  lights  and  to  discontinue  any  aids  to  navigation 
on  the  coast  of  Canada  and  on  the  coast  of  Newfoundland  without  further 
notice. 

(3608)  CANADA — East  Coast — Regulations  with  regard  to  vessels’ 

lights. — The  following  regulations  concerning  ship  lights  on  the  east  coast  of 
Canada  have  been  issued  by  Vice  Admiral  C.  E.  Kingsmill,  R.  N.,  and  come 
into  force  immediately : 


Anchor  lights. — No  electric  lights  shaH.be  employed  as  anchor  lights.  The 
normal  brilliancy  of  all  other  anchor  lights  shall  be  reduced  by  50  per  cent. 

Bow  and  steaming  lights. — Vessels  are  not  to  use  electric  lights  as  bow 
or  steaming  lights  in  the  vicinity  of  harbors. 

Other  lights. — No  lights,  either  aloft,  on  deck  or  below,  except  those 
required  by  the  Regulations  for  the  Prevention  of  Collisions  at  Sea,  and  such 
as  may  be  necessary  for  authorized  signaling  purposes,  shall  be  permitted  to 
be  visible  from  outboard.  This  shall  apply  to  all  vessels,  whether  under  way 
or  at  anchor. 

The  above  orders  shall  apply  to  vessels  of  every  description,  other  than 
British  naval  vessels,  within  the  waters  of  Canada  on  the  east  coast  and 
extending  up  the  St.  Lawrence  River  as  far  as  the  port  of  Quebec. 

(375)  NORTH  ATLANTIC  OCEAN— Trans-Atlantic  steamship  routes— P.57 
Ice  patrol  service. — For  the  purpose  of  carrying  on  the  ice  observations  and 
ice  patrol  service  provided  for  by  the  International  Convention  for  the  Safety 
of  Life  at  Sea,  London,  1913-14,  the  U.  S.  C.  G.  C.  Seneca  will  leave  New  York 
about  February  15  and  proceed  to  the  Grand  Banks  of  Newfoundland,  locate 
the  ice  fields  and  icebergs,  make  such  observations  as  practicable  on  the 
quantity  of  ice,  its  kind,  extent,  and  drift,  and  obtain  any  other  information 
that  may  seem  to  be  of  value. 
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The  object  of  the  patrol  is  primarily  to  ascertain  the  location  and  progressive 
movement  of  the  limiting  lines  of  the  regions  in  which  icebergs  and  field  ice 
exist  in  the  vicinity  of  the  Grand  Banks  of  Newfoundland  and  to  disseminate 
this  information  for  the  guidance  and  warning  of  navigators.  Coordinately 
with  these  primary  duties  the  Seneca  will  make  such  oceanographical  and 
meteorological  observations  as  will  contribute  toward  a knowledge  of  the 
causes  why  the  limiting  lines  assume  their  observed  locations. 

During  the  period  of  ice  observations  the  Seneca  will  be  the  only  vessel  em- 
ployed on  this  duty,  but  when  the  ice  has  moved  southward  so  as  to  make  a 
constant  patrol  necessary  an  additional  vessel  will  be  detailed  for  that  purpose. 

The  experience  of  previous  years  has  shown  that  a continuous  ice  patrol 
should  be  established  about  April  1 and  continued  throughout  the  season  of 
dangerous  ice  conditions. 

Upon  getting  in  touch  with  the  ice  the  Seneca  will  send  a report  daily  to  the 
Branch  Hydrographic  Office,  New  York  City,  at  4 a.  m.,  75th  meridian  time, 
addressed  “ Hydrographic,  New  York.”  An  endeavor  will  be  made  to  com- 
municate direct  with  coast  radio  stations,  but  should  the  Seneca  be  unable  to 
communicate  with  any  of  these  stations,  the  message  will  be  relayed  through 
any  vessel  within  reach. 

The  ice  information  will  be  given  in  as  plain  and  concise  English  as  prac- 
ticable and  will  state  the  following: 

(a)  Ice  (berg  or  field). 

(&)  Date. 

(c)  Time  (75th  meridian). 

(d)  Latitude. 

(e)  Longitude. 

(/)  Other  data  as  may  be  necessary. 

While  on  this  duty  the  patrol  vessel  will  endeavor  by  means  of  daily  radio 
messages  to  keep  vessels  at  sea  advised  of  the  limits  of  the  ice  fields,  etc. 

The  Seneca's  call  letters  are  NRE,  and  she  uses  wave  lengths  of  300,  600,  750, 
and  1,000  meters. 

The  radio  messages  from  the  patrol  vessels  will  be  given  publicity  immedi- 
ately upon  their  receipt  by  the  Branch  Hydrographic  Office,  New  York,  and 
by  the  Hydrographic  Office,  Washington,  D.  C. 

St.  Pierre  Bank — Shoal  sounding. — The  master  of  the  British  steamer  P-78 
Rounton  Grange  reports  a depth  of  18  fathoms,  sand  and  shells,  in  (approxi- 
mately) latitude  46°  17'  N.,  longitude  57°  09'  W. 

St.  Pierre  Island — Galantry  Head  Light  Station — Fog  signal  again  in  P.  171 
working  order. — Information  has  been  received  through  the  Department  of 
State  that  the  fog  -siren  at  Galantry  Head  Light  Station  has  been  repaired  and 
was  again  placed  in  commission  on  September  25,  1916. 

Little  Miquelon  (Langlade)  Island — Plate  Point  Light — Normal  char-  P.  182 
acteristic  restored. — The  normal  characteristic  of  Plate  Point  Light  has  been 
restored. 

The  light  shows  flashing  white , every  J)  seconds,  with  a red  sector  over  Seal 
Rocks. 

Little  Miquelon  (Langlade)  Island — Plate  Point — Caution. — Information 
has  been  received  from  the  American  consul  at  St.  Pierre  that  within  the  past 
month  five  vessels  have  been  wrecked  near  Plate  Point  and  that  these  wrecks 
all  occurred  during  foggy  weather. 

As  all  of  these  vessels  went  ashore  at  practically  the  same  point,  and  as 
others  have  been  wrecked  there  in  the  past,  it  seems  probable  that  there  is  a 
definite  cause,  possibly  a current,  -to  which  these  accidents  can  be  referred. 

Until  further  information  is  available  mariners  should  be  extremely  cautious 
in  this  vicinity  especially  during  foggy  weather. 

Hermitage  Bay — Pushthrougk  Harbor — Light  established. — A flashing  P.208 
white  light  has  been  established  on  the  southwest  point  of  the  entrance  to 
Pushthrough  Harbor.  The  light  is  exhibited,  55  feet  above  the  water,  from  a 
square  white  skeleton  wooden  tower  15  feet  high  with  red  lantern. 
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Fourche  Harbor — Light  established. — A flashing  white  acetylene  light 
has  been  established  on  the  southwestern  side  of  the  entrance  to  Fourche 
Harbor. 

The  light  is  exhibited,  81  feet  above  high  water,  from  a square  wooden 
framework  structure  15  feet  high,  with  sloping  sides;  tower  white,  lantern 
- red. 

Orange  Bay  (Great  Harbor  Deep) — Light  established. — A flashing  ivhite 
acetylene  light  has  been  established  on  the  eastern  point  of  the  entrance  to 
Orange  Bay  (Great  Harbor  Deep). 

The  light  is  exhibited,  61  feet  above  high  water,  from  a square  wooden 
framework  tower  18  feet  high  with  sloping  sides,  tower  white,  lantern  red. 

Cape  St.  John — Gull  Island — Fog  signal  established. — On  September  1,  P.424 
1916,  and  without  further  notice,  a fog-signal  station  will  be  established  on  the 
southeastern  point  of  Gull  Island.  The  fog  signal  will  be  a 3-inch  compressed- 
air  diaphone.  The  station  will  consist  of  an  engine  house,  with  keeper’s 
dwelling  attached,  and  a storehouse,  each  a white  one-story  building  with 
flat  roof. 

Cupids  Coye — Light  established. — An  occulting  white  light  has  been  estab-  P.  596 
lished  on  the  northern  point  of  the  entrance  to  Cupids  Cove.  The  light  is 
exhibited  at  a height  of  371  feet  from  a round  white  tower  171  feet  high,  with 
building  attached  by  covered- passageway,  and  will  be  displayed  during  the 
open  season  of  navigation. 

CANADA — Marine  signal  stations — Night  signals. — The  following  marine  Pp.  640, 
signal  stations  have  been  supplied  with  flash  lamps  for  signaling  ships  at  night  651,  263 
by  the  Morse  code: 

NOVA  SCOTIA. 

Flat  Point  Lighthouse,  latitude  46°  16'  12"  N.,  longitude  60°  07'  24"  W. 

Money  Point  Lighthouse,  latitude  47°  02'  10"  N.,  longitude  60°  23'  30"  W. 

QUEBEC. 

Heath  Point  Lighthouse,  latitude  49°  05'  20"  N.,  longitude  61°  42'  16"  W. 

Fame  Point  Lighthouse,  latitude  49°  06'  48"  N.,  longitude  64°  36'  20"  W. 

NEWFOUNDLAND  AND  LABRADOR. 

Belle  Isle  South  Point  Lighthouse,  latitude  51°  52'  53"  N.,  longitude  55° 

21'  49"  W. 

Amour  Point  Lighthouse,  latitude  51°  27'  26"  N.,  longitude  56°  50'  28"  W. 

Cape  Ray,  Newfoundland,  latitude  47°  37'  N.,  longitude  59°  18'  N. 
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